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EOC  Daily  Emergency  Management  Report 


Date:  09/22/2015 
Time:  11:00  EDT 
Report  Number:  183-15 

Alerts  & Warnings 
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EPA  Regions  6,  8,  and  9 REOCs  are  at  Level  1 (Gold  King  Mine  Release,  Region  8) 

EPA  Headquarters  Activities 
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Significant  National  Weather 

Severe  Weather:  There  is  no  organized  severe  thunderstorm  activity  forecast  for  today 
throughout  the  U.S. 

Tornado  Weather:  There  is  less  than  a 2-percent  chance  of  tornado  activity  forecast  for  all 
areas  of  the  U.S.  today. 


1798909 


ED  000792  00000902-00001 


Critical  Fire  Weather:  There  is  no  Critical  Fire  Weather  forecast  in  the  U.S  today. 


Significant  River  Flooding:  There  is  no  significant  river  flooding  expected  in  the  U.S.  during 
the  next  five  days. 

Earthquake  Activity:  No  significant  activity 

Tropical  Weather:  A Tropical  Storm  Warning  for  Tropical  Storm  Malia  is  in  effect  for  portions 
of  the  Papahanaumokuakea  Marine  National  Monument. 

Report  of  Incident  Notifications 
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Exercises/Predeployments 
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Regional  Daily  Ops  Status  Report 

Reported  activities  primarily  represent  NRC  notifications  with  some  State-level  and  other 
notifications  to  Regional  Phone  Duty  Officers. 
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Lee  Tyner,  Watch  Officer 

U.S.  Environmental  Protection  Agency 

Headquarters  Emergency  Operations  Center 

1200  Pennsylvania  Ave 

Washington,  DC  20004 

202-564-1970 

mailto:eoc.epahq@epa.gov 
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